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DEPARTMENT  OF  ENERGY 

Federal  Energy  Regulatory 
Commission 

Privacy  Act  of  1974;  Notice  of 
Existence  and  Character  of  Systems 
of  Records 

agency:  Federal  Energy  Regulatory 
Commission. 

action:  Publication  of  existence  and 
type  of  systems  of  records. 

summary:  The  Federal  Energy 
Regulatory  Commission,  under  the 
requirements  of  the  Privacy  Act  of  1974, 
publishes  a  listing  of  and  description  of 
the  systems  of  records  currently 
maintained  by  it. 

for  further  information  contact: 

Daria  M.  Stec,  Office  of  the  General 
Counsel,  Federal  Energy  Regulatory 
Commission,  825  North  Capitol  Street 
NE.,  Room  3305,  Washington,  D.C.  20426, 
(202)  357-8093. 

SUPPLEMENTARY  INFORMATION: 

A.  Background:  The  Privacy  Act  of 
1974,  Pub.  L  No.  93-579,  5  U.S.C.  §  552a, 
requires  that  each  agency  publish  at 
least  annually  a  notice  of  the  existence 
and  character  of  each  “system  of 
records,”  as  defined  in  5  U.S.C. 

552a(a)(5),  which  the  agency  maintains. 
Such  notice  is  to  contain  for  each 
system  of  records  a  description  of  the 
name;  location;  categories  of  individuals 
on  whom  the  records  are  maintained; 
the  categories  of  records;  each  routine 
use  of  the  records,  as  deflned  in  5  U.S.C. 

§  552a(a}(7];  the  policies  and  practices 
governing  storage,  retrievability,  access 
controls,  retention,  and  disposal  of  the 
records;  the  title  and  business  address 
of  the  agency  ofEcial  responsible  for  the 
system  of  records;  agency  procedures 
for  notification,  access,  and  content  of 
the  records  in  each  system;  and  the 
categories  of  the  sources  of  the  records 
in  each  system.  5  U.S.C.  §  552a(e)(4). 
Pursuant  to  this  requirement,  the  Federal 
Energy  Regulatory  Commission 
(Commission)  publishes  this  listing  of 
systems  of  records. 

The  Commission  was  created  under 
the  Department  of  Energy  Organization 
Act  of  1977,  Pub.  L.  No.  95-91,  42  U.S.C. 

§  7101  et  seq.  Effective  October  1, 1977, 
the  Commission  assumed  most 
responsibilities  within  the  jurisdiction  of 
the  Federal  Power  Commission,  and 
acquired  jurisdiction  over  some  matters 
from  the  Interstate  Commerce 
Commission. 

Notice  is  hereby  given  that  the 
Federal  Energy  Regulatory  Commission 
adopts  the  notice  of  its  systems  of 
records  as  set  forth  below.  This  notice 
incorporates,  with  appropriate  changes. 


those  systems  of  records  which  were 
maintained  by  the  Federal  Power 
Commission  and  continue  to  exist 
within  the  Federal  Energy  Regulatory 
Commission.  Not  included  in  this  notice 
are  those  systems  of  the  Federal  Power 
Commission  which  are  no  longer 
maintained,  and  those  systems  relating 
to  personnel  matters  which  were 
transferred  to  the  Department  of  Energy. 
In  addition,  records  which  the 
Conunission  maintains  which  are 
considered  by  the  Commission  to  fall 
outside  of  the  requirements  of  the 
Privacy  Act  are  not  included  in  this 
notice. 

The  Commission’s  authority  for  this 
notice  and  the  systems  of  records 
maintained  by  it  is  found  in  section 
552a(e)(4)  of  the  Privacy  Act  of  1974; 
section  309  of  the  Federal  Power  Act,- as 
amended  (49  Stat.  858-859),  16  U.S.C 
§  825h;  section  16  of  the  Natural  Gas 
Act,  as  amended  (52  Stat.  830),  15  U.S.C. 
§  717o;  and  the  Department  of  Energy 
Organization  Act,  42  U.S.C.  §  7172(a)(2). 
Kenneth  F.  Plumb, 

Secretary. 

B.  Systems  of  Records:  The 
Commission  maintains,  as  of  September 
15, 1980, 12  systems  of  records  under  the 
Privacy  Act  of  1974.  These  systems,  and 
their  corresponding  designator,  are  set 
forth  in  the  following  table. 


Title  Designation 


Regulatory  Evaluation  and  Dodieted  Infomta-  FERC-I 
tion  System  (READI). 

Appeals,  Grievarx^,  and  Complaints  Rec-  FERC-2 
ords. 

Applications  lor  Interlocking  Directorates  FERC-3 
Under  the  Federal  Power  Act,  Public  Files. 

Applications  For  Interlocking  Directorates  FERC-4 
Under  the  Federal  Power  Act,  Security 
Files. 

Biographical  Material  on  Chairmen.  Vice  FERC-5 
Chairmen  and  Commissioners  of  the  Fed¬ 
eral  Energy  Regulatory  Commission. 

Biographical  Material  on  Commissioners  and  FERC-6 
Key  Staff  Members  of  the  Federal  Energy 
Regulatory  Commission. 

Corrgressional  Correspondence  Re,  Office  of  FERC-7 
Electric  Power  Regulation. 

Cortgressionat  Correspondence  File.  Office  of  FERC-8 
the  Executive  Director. 

Corresporxlence  File,  Office  of  Pipeline  and  FERC-9 
Prorfcjcer  Regulation. 


Employee  Conduct  Records .  FERC-10 

Mailing  List  for  Information  Corrcerning  ApplF  FERC-11 
cations  for  Interlockirtg  Directorates. 

Mailing  List  for  Official  Publications .  FERC-12 


C.  Listing  of  Current  Systems:  The 
following  is  a  description  of  the  name, 
system  location  and  categories  of 
records  maintained  for  the  12  systems 
listed  above.  In  addition  to  these 
particulars,  there  is  given  relevant 
information  as  to  the  categories  of 
individuals  covered  in  the  system, 
authority  to  maintain  the  system, 
policies  respecting  the  storage,  retrieval, 
access  retention  and  disposition  of 
records  in  the  system,  system  managers. 


relevant  procedures  for  use  of  the 
system,  and  the  sources  of  information 
stored  in  the  systems. 

Where  the  term  “Commission”  is 
used,  it  refers  to  the  Federal  Energy 
Regulatory  Commission  unless  the  term 
references  records  which  date  prior  to 
October  1. 1977,  in  which  case  it  refers 
to  the  Federal  Power  Commission. 

FERC-1 

SYSTEM  NAME: 

Regulatory  Evaluation  And  Docketed 
Information  System  (READI). 

SYSTEM  LOCATION: 

The  system  is  located  at  the 
Department  of  Energy’s  computer 
facilities,  Washington,  D.C.  and 
Germantown  and  Rockville,  Maryland, 
and  as  leased  from  Boeing  Computer 
Services,  McLean,  Virginia. 

CATEGORIES  OF  INOIVIOUALS  COVERED  BY  THE 
SYSTEM: 

Department  of  Energy  contact 
persons;  Commissioners;  Administrative 
Law  Judges;  attorneys;  project 
managers;  technical,  environmental  and 
other  Commission  staff  personnel 
associated  with  cases  before  the 
Commission;  parties  of  record;  and 
parties  to  be  advised  of  proceedings. 
With  respect  to  information  concerning 
these  individuals,  only  their  names, 
titles,  business  addresses,  business 
telephone  numbers,  relationship  to  a 
particular  proceeding,  and  time 
expended  by  FERC  personnel  on  that 
proceeding  are  entered. 

CATEGORIES  OF  RECORDS  IN  THE  SYSTEM: 

This  system  of  records  contains 
information  regarding  the  stages  a 
docketed  proceeding  passes  through  as 
it  is  reviewed  by  Commission  personnel. 
The  information  in  the  system  of  records 
includes  the  names  of  the  individuals 
indicated  above,  including  the  names  of 
Commission  personnel  responsible  for 
various  processing  stages  of  a 
proceeding.  The  system  indicates  which 
processing  stage  a  proceeding  has 
reached  and  which  Commission 
personnel  are  presently  assigned  to  a 
proceeding.  A  case-weighing  function  is 
used  to  facilitate  allocation  of 
manpower  and  assignments. 

AUTHORITY  FOR  MAINTENANCE  OF  THE 
SYSTEM: 

15  U.S.C.  section  717o;  16  U.S.C. 
section  825h;  42  U.S.C.  section 
7172(a)(2);  44  U.S.C.  section  3101. 

ROUTINE  USES  OF  RECORDS  MAINTAINED  IN 
THE  SYSTEM,  INCLUDING  CATEGORIES  OF 
USERS  AND  THE  PURPOSES  OF  SUCH  USES: 

The  records  and  information  in  the 
records  may  be  used  by  authorized 
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Commission  personnel  to  identify  all 
docketed  proceedings  pending  before 
the  Commission;  to  indicate  the  current 
processing  stage  of  a  proceeding;  to 
enable  management  to  inventory 
proceedings  by  stage  of  [urocessing;  to 
identify  sta^  personnel  responsible  for 
particular  proceedings  or  parts  of 
proceedings;  to  monitor  and  analyze  the 
productivity  of  the  Commission  Staff;  to 
allocate  manpower  and  make 
assignments;  to  identify  the 
organizational  unit  responsible  for  a 
given  proceeding;  to  identify  general 
classes  of  proceedings  in  order  to 
expedite  their  processing;  and  to 
produce  management  reports  for 
agency-wide  distribution,  including 
responses  to  general  requests  for 
statistical  information  (without  personal 
identiflers  of  individuals]  under  the 
Freedom  of  Information  Act  and 
responses  to  inquiries  from  members  of 
Congress,  other  federal  agencies,  the 
press  and  the  public.  In  addition,  the 
system  is  used  as  a  data  source  for 
management  information,  for  production 
of  summary  statistics  and  analytical 
studies  in  support  of  the  function  for 
which  these  records  are  collected  and 
maintained,  or  for  related  personnel 
management  functions  or  manpower 
studies  compiled  by  the  staff  or  a 
contractor  of  the  Commission;  or  by 
members  of  advisory  committees 
created  by  the  Commission  or  the 
Congress  to  render  advice  and 
recommendations  to  the  Commission  or 
the  Congress.  These  uses  are  solely  in 
connection  with  official  designated. 


POLICIES  AND  PRACTICES  FOR  STORING, 
RETRIEVING,  ACCESSING,  RETAINING,  AND 
DISPOSING  OF  RECORDS  IN  THE  SYSTEM. 


RETRIEV  ability: 


Records  are  retrieved  by  identifying 
elements  (e.g.,  docket  number,  docket 
name,  type  of  filing),  by  Commission 
staff  members  (e.g..  Commissioner, 
Administrative  Law  Judge,  attorney, 
etc.},  applicant  name,  or  applicant 
contact. 


SAFEGUARDS: 


The  records  of  FERC-1  are  stored  in  a 
secured  computer  facility  and  access  is 
limited  to  select  authorized  users. 


RETENTION  AND  DISPOSAL: 


The  records  are  maintained  for  each 
proceeding  in  an  “active 'file”  until  the 
proceeding  has  been  terminated.  The 
records  are  then  transferred  to  a  history 
file  for  permanent  retention. 


SYSTEM  MANAGER(S)  AND  ADDRESS: 

Executive  Director,  Federal  Energy 
Regulatory  Commission,  Room  9106,  825 
North  Capitol  Street,  N.E„  Washington. 
D.C.  20426. 


NOTIFICATION  PROCEDURE: 

All  requests  to  determine  whether  this 
system  contains  a  record  pertaining  to  a 
requesting  individual  should  be  made  in 
accordance  with  the  Commission’s 
Rules  of  Practice  and  Procedure,  18  CF’R 
section  3b.220(a).  Individuals  should 
provide  the  appropriate  identifying 
information  as  required  by  18  CFR 
section  3b.220(b). 


RECORD  ACCESS  PROCEDURES: 

Requests  for  access  to  records  in  this 
system  should  be  made  in  accordance 
with  18  CFR  section  3b.221.  Individuals 
should  provide  the  appropriate 
identifying  information  as  speciHed  in  18 
CFR  section  3b.222. 


CONTESTING  RECORD  PROCEDURES: 


Requests  to  amend  records  should  be 
made  in  accordance  with  18  CFR  section 
3b.224. 


RECORD  SOURCE  CATEGORIES: 

Records  of  FERC-1  are  obtained 
through  public  Rlings  with  the 
Commission,  individuals  and  persons 
covered  by  the  records,  and  the 
Commission  itself.' 


SYSTEM  NAME: 

Appeals,  Grievances  and  Complaints 
Records — FERC. 


STORAGE: 

The  records  of  FERC-1  are  maintained 
on  magnetic  tape,  computer  disk  files 
and  punch  cards. 


CATEGORIES  OF  INDIVIDUALS  COVERED  BY  THE 
SYSTEM: 


Applicants  for  FERC  employment, 
current  and  former  FERC  employees, 
and  annuitants  who  appeal  from  a 
determination  made  by  an  official  of  the 
FERC  or  the  Office  of  Personnel 
Management  to  the  Office  of  Personnel 
Management,  a  board  to  adjudicate 
appeals,  or  to  the  FERC. 


CATEGORIES  OF  RECORDS  IN  THE  SYSTEM: 


As  such,  the  system  contains 
information  and  files  on  grievances 
under  negotiated  grievance  systems  and 


documents  relating  to  a  decision  or 
determination  made  by  the  Commission 
or  the  Office  of  Personnel  Management 
which  affects  an  individual  employee,  or 
prospective  employee  because  of  an 
adverse  action  or  other  appeal  under 
applicable  Office  of  Personnel 
Management  regulations,  classification 
appeals,  performance  rating  appeals. 
Fair  Labor  Standards  Act  complaints, 
grievances  and  complaints  brought 
under  the  Equal  Employment 
Opportunity  Act.  This  system  of  records 
includes  counseling  records,  case 
disposition  reports  of  the  Office  of 
Personnel  Management,  intraoffice  and 
interoffice  communications,  schedules, 
tabulations,  lists,  organizational  charts 
which  contain  personal  information,  and 
records  of  relevant  Federal  court  cases. 


AUTHORITY  FOR  MAINTENANCE  OF  THE 

system: 

15  U.S.C.  section  717o:  16  U.S.C. 
section  825h;  42  U.S.C.  section 
7172(a)(2);  and  the  applicable  sections  of 
Title  5  of  the  United  States  Code  and  the 
Office  of  Personnel  Management 
regulations  promulgated  thereunder. 


SYSTEM  location: 

Office  of  the  Executive  L  rejtor. 
Federal  Energy  Regulatory  Commission. 
825  North  Capitol  Street,  N.E., 
Washington,  D.C.  20426. 

Office  of  the  General  Counsel,  Federal 
Energy  Regulatory  Commission,  825 
North  Capitol  Street,  N.E.,  Washington, 
D.C.  20426. 

Office  of  the  Assistant  Director,  Office 
of  Electric  Power  Regulation,  400  First 
Street,  N.W.,  Washington,  D.C.  20426. 


ROUTINE  USES  OF  RECORDS  MAINTAINED  IN 
THE  SYSTEM,  INCLUDING  CATEGORIES  OF 
USERS  AND  THE  PURPOSES  OF  SUCH  USES: 

These  records  and  information  in  the 
records  may  be  used  to  adjudicate  the 
appeal,  complaint,  or  grievance;  to 
respond  to  a  request  ^m  a  Member  of 
Congress  regarding  the  status  of  an 
appeal,  complaint,  or  grievance;  to 
provide  information  to  the  public  on  the 
decision  of  an  appeal,  complaint,  or 
grievance  as  required  by  the  Freedom  of 
Information  Act;  to  disclose  to  a 
Federal.  State  or  local  agency 
maintaining  civil,  criminal,  or  other 
relevant  enforcement  information  or 
other  pertinent  information  if  necessary 
in  order  to  obtain  information  relevant 
to  an  FERC  decision  concerning  the 
hiring  or  retention  of  an  employee,  the 
issuance  of  a  security  clearance,  the 
letting  of  a  contract  or  the  issuance  of  a 
license,  grant,  or  other  benefit;  to 
disclose  relevant  information  to  a 
Federal  agency  in  response  to  requests 
involving  the  hiring  or  retention  of  an 
employee,  the  issuance  of  a  security 
clearance,  the  reporting  of  an 
investigation  of  an  employee,  the  letting 
of  a  contract,  or  issuance  of  a  license, 
grant  or  other  beneHt  by  the  requesting 
agency;  to  serve  as  a  data  source  for 
disciplining  the  individual  or  other  FERC 
employee  in  the  event  that  this  record 
system  indicates  a  violation  of  law, 
executive  order  or  regulation;  as  a  data 
source  for  management  information  for 
production  of  summary  descriptive 
statistics  and  analytical  studies  in 
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support  of  the  function  for  which  the 
records  are  collected  and  maintained,  or 
for  related  personnel  management 
functions  or  manpower  studies  compiled 
by  the  staff  or  contractor  of  the 
Commission.  The  system  is  also  used  by 
the  Office  of  Personnel  Management  or 
the  General  Accounting  Ofhce  as  a  data 
source  during  the  course  of  onsite 
inspections  or  audits  of  Commission 
operations.  The  disclosure  (of 
information)  may  be  made  to  a  member 
of  Congress  from  the  record  of  an 
individual  in  response  to  a  written 
request  from  the  Member  which  is  made 
at  the  request  of  the  individual  who  is 
the  subject  of  the  record.  In  the  event 
that  a  system  of  records  maintained  by 
the  FERC  to  carry  out  its  functions 
indicates  a  violation  or  potential 
violation  of  law,  whether  civil,  criminal 
or  regulatory  in  nature,  and  whether 
arising  by  general  statute  or  particular 
program  statute,  or  by  regulation,  rule  or 
order  issued  pursuant  thereto,  the 
relevant  records  in  the  system  or 
records  may  be  referred,  as  a  routine 
use,  to  the  appropriate  agency,  whether 
Federal,  State,  local,  or  foreign,  charged 
with  the  responsibility  of  investigating 
or  prosecuting  such  violation  or  charged 
with  enforcing  or  implementing  the 
statute,  rule,  regulation  or  order  issued 
pursuant  thereto. 

POUCIES  AND  PRACTICES  FOR  STORING, 
RETRIEVING,  ACCESSING,  RETAINING,  AND 
DISPOSING  OF  RECORDS  IN  THE  SYSTEM: 

storage: 

These  records  are  maintained  in  file 
folders,  binders,  and  index  cards. 

retrievabiuty: 

These  records  are  indexed  by  the 
name  of  individuals. 

SAFEGUARDS: 

The  records  are  maintained  in  metal 
file  cabinets  with  manipulation-proof 
combination  locks.  Access  to  these  files 
and  combinations  is  limited  to  those 
whose  official  duties  require  access. 
Personnel  screening  is  employed  to 
prevent  unauthorized  disclosure. 

RETENTION  AND  DISPOSAL: 

After  a  final  decision  on  a  particular 
case  is  reached  by  the  Commission  or 
other  decisional  authority,  all  records 
pertaining  to  that  case  are  maintained  in 
the  Office  of  Executive  Director  as  a 
closed  file.  If  a  Commission  decision  is 
not  appealed  to  the  Office  of  Personnel 
Management  or  other  appropriate 
appeal  board,  the  records  are 
maintained  for  no  more  than  two  years 
and  are  transferred  to  the  National 
Personnel  Records  Center,  St.  Louis, 
Missouri,  where  they  are  retained  for  at 


least  seven  years.  Commission  Equal 
Employment  Opportunity  Counselors 
maintain  for  one  year  case  records 
which  have  not  been  a  basis  of  an  EEO 
complaint.  The  disposition  of  these 
records  is  handled  pursuant  to 
applicable  GSA  regulations  and 
applicable  internal  administrative 
directives. 

system  MANAGER(S)  and  ADDRESS: 

Office  of  the  Executive  Director, 
Federal  Energy  Regulatory  Commission, 
825  North  Capitol  Street,  N.E., 
Washington,  D.C.  20426. 

NOTIFICATION  PROCEDURE: 

All  requests  to  determine  whether  this 
system  contains  a  record  pertaining  to  a 
requesting  individual  should  be  made  in 
accordance  with  the  Commission's 
Rules  of  Practice  and  Procedure,  18  CFR 
section  3b.220(a).  Individuals  should 
provide  the  appropriate  identifying 
information  as  required  by  18  CFR 
section  3b.220(b). 

RECORD  ACCESS  PROCEDURES: 

Requests  for  access  to  records  in  this 
system  should  be  made  in  accordance 
with  18  CFR  section  3b.221.  Individuals 
should  provide  the  appropriate 
identifying  information  as  speciHed  in  18 
CFR  section  3b.222. 

CONTESTING  RECORD  PROCEDURES: 

Requests  to  amend  records  should  be 
made  in  accordane  with  18  CFR  section 
3b.224. 

RECORD  SOURCE  CATEGORIES: 

Individuals  to  whom  the  record 
pertains;  Federal  Energy  Regulatory 
Commission  and  Office  of  Personnel 
Management  officials;  affidavits  or 
statements  from  individual;  testimony  of 
witnesses;  official  documents  relating  to 
the  appeal,  grievance,  or  complaint; 
correspondence  from  special 
organizations  or  persons. 

FERC-3 

SYSTEM  name: 

Applications  for  Interlocking 
Directorates,  Public  Files. 

SYSTEM  LCOATION: 

Office  of  Management  Services, 

Office  of  the  Executive  Director,  Federal 
Energy  Regulatory  Commission,  825 
North  Capitol  Street,  N.E.,  Washington, 
D.C.  20426. 

Lansburgh’s  Warehouse,  Office  of 
Management  Services,  Office  of  the 
Executive  Director,  Federal  Energy 
Regulatory  Commission,  410  8th  Street, 
N.E.,  Washington,  D.C.  20426. 

Division  of  Rates  and  Corporate 
Regulation,  Office  of  Electric  Power 


Regulation,  Federal  Energy  Regulatory 
Commission,  400  First  Street,  N.W., 
Washington,  D.C.  20426. 

CATEGORIES  OF  INDIVIDUALS  COVERED  BY  THE 
SYSTEM: 

Officers  and  directors  of  related 
public  utilities  who,  in  accordance  with 
Section  305(b)  of  the  Federal  Power  Act, 
16  U.S.C.  section  825d(b),  file  for 
permission  to  hold  the  position  of  officer 
or  director  of  more  than  one  public 
utility,  of  a  public  utility  and  certain 
financial  institutions  authorized  to 
market  public  utility  securities,  and  a 
company  supplying  each  utility  with 
electrical  equipment. 

CATEGORIES  OF  RECORDS  IN  THE  SYSTEM: 

This  system  of  records  includes  the 
following  information  for  each 
individual:  the  name  of  the  applicant; 
the  docket  number  of  the  application; 
the  position  applied  for;  the  date  of  the 
application  and  a  copy  of  the 
application;  the  date  of  the  public  notice 
of  the  application  and  a  copy  of  that 
notice;  the  date  and  copy  of  the  order 
granting  or  deny  the  application;  the 
date  of  any  relevant  hearing;  and  a  copy 
of  any  petitions  to  intervene. 

AUTHORITY  FOR  MAINTENANCE  OF  THE 

system: 

16  U.S.C.  section  825d(b);  16  U.S.C. 
section  825h:  42  U.S.C.  section 
7172(a)(2);  44  U.S.C.  section  3101. 

ROUTINE  USES  OF  RECORDS  MAINTAINED  IN 
THE  SYSTEM,  INCLUDING  CATEGORIES  OF 
USERS  AND  THE  PURPOSES  OF  SUCH  USES: 

The  system  is  used  as  a  file  by  staff  of 
the  Commission  whoso  official  duties 
involve  the  decision  of  whether  to  grant 
the  application.  The  file  is  also  used  as  a 
record  of  such  proceedings.  The  records 
are  available  to  the  general  public 
pursuant  to  the  Freedom  of  Information 
Act,  5  U.S.C.  section  552,  as  amended. 

POLICIES  AND  PRACTICES  FOR  STORING, 
RETRIEVING,  ACCESSING,  RETAINING,  AND 
DISPOSING  OF  RECORDS  IN  THE  SYSTEM: 

STORAGE: 

These  records  are  maintained  in  file 
folders  on  shelves. 

retrievabiuty: 

These  records  are  filed  by  docket 
number  and  are  cross-referenced  by  the 
name  of  the  individual  whose 
application  is  involved. 

SAFEGUARDS: 

No  measures  are  taken  to  prevent 
disclosure.  The  system  contains  only 
information  available  to  the  public. 

RETENTION  AND  DISPOSAU 

These  records  are  maintained  for  one 
year  after  the  applicant  dies  or  ten  years 
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after  notice  of  termination  of  his 
authorization.  The  disposition  of  these 
records  is  handled  pursuant  to 
applicable  GSA  regulations  and/or 
applicable  internal  administrative 
directives. 

SYSTEM  MANAGER<S)  AND  ADDRESS: 

Office  of  Management  Services, 

Office  of  the  Executive  Director,  825 
North  Capitol  Street,  N.E.,  Washington, 
D.C.  20426. 

NOTIFICATION  PROCEDURE: 

All  inquiries  and  requests  relating  to 
this  system  of  records  should  be 
addressed  to  the  system  manager  of  the 
system. 

RECORD  ACCESS  PROCEDURES: 

All  inquiries  and  requests  relating  to 
this  system  of  records  should  be 
addressed  to  the  system  manager  of  the 
system. 

'  CONTESTING  RECORD  PROCEDURES: 

All  inquiries  and  requests  relating  to 
this  sytem  of  records  should  be 
addressed  to  the  system  manager  of  the 
system. 

RECORD  SOURCE  CATEGORIES: 

Individuals  on  whom  the  records  are 
maintained  and  the  staff  of  the 
Commission. 

FERC-4 

SYSTEM  name: 

'  Applications  for  Interlocking 
Directorates,  Security  Files-FERC. 

SYSTEM  location: 

Office  of  Management  Services, 

Office  of  the  Executive  Director,  Federal 
Energy  Regulatory  Commission,  825 
North  Capitol  Street,  N.E.,  Washington, 
D.C.  20426. 

Division  of  Rates  and  Corporate 
Regulation,  Office  of  Electric  Power 
Regulation,  Federal  Energy  Regulatory 
Commission,  400  First  Street,  N.W., 
Washington,  D.C.  20426. 

categories  of  individuals  covered  by  the 
system: 

Officers  and  directors  of  regulated 
public  utilities  who,  in  accordance  with 
Section  305(b]  of  the  Federal  Power  Act, 
16  U.S.C.  §  825d(b),  file  for  permission  to 
hold  the  position  of  officer  or  director  of 
more  than  one  public  utility,  of  a  public 
utility  and  certain  financial  institutions 
authorized  to  market  public  utility 
securities,  or  of  a  public  utility  and  a 
company  supplying  such  utility  with 
electrical  equipment. 

CATEGORIES  OF  RECORDS  IN  THE  SYSTEM: 

This  system  of  records  includes  the 
following  information  for  each 


individual:  a  copy  of  the  application  for 
an  interlocking  directorate,  a  copy  of 
any  Commission  order  granting  or 
denying  the  application,  a  copy  of  the 
FERC  staff  recommendation,  and  other 
supplementary  information  prepared  by 
Commission  staff,  if  applicable. 

AUTHORITY  FOR  MAINTENANCE  OF  THE 

system: 

16  U.S.C.  section  825d{b);  18  U.S.C. 
section  825h;  42  U.S.C.  section 
7172(a)(2):  44  U.S.C.  section  3101. 

ROUTINE  USES  OF  RECORDS  MAINTAINED  IN 
THE  SYSTEM,  INCLUDING  CATEGORIES  OF 
USERS  AND  THE  PURPOSES  OF  SUCH  USES: 

The  system  is  used  as  a  working  file 
by  the  staff  of  the  Commission  whose 
official  duties  require  access  in  assisting 
the  Commission  in  determining  whether 
to  grant  the  application.  It  is  used  as  a 
record  of  such  proceedings.  In  the  event 
that  a  system  of  records  maintained  by 
the  Commission  to  carry  out  its 
functions  indicates  a  violation  or 
potential  violation  of  law,  whether  civil, 
criminal  or  regulatory  in  nature,  and 
whe^ther  arising  by  general  statute  or 
particular  program  statute,  or  by 
regulation,  rule  or  order  issued  pursuant 
thereto,  the  relevant  records  in  the 
system  of  records  may  be  referred,  as  a 
routine  use,  to  the  appropriate  agency, 
whether  Federal,  state,  local  or  foreign, 
charged  with  the  responsibility  of 
investigating  or  prosecuting  such 
violation  or  charged  with  enforcing  or 
implementing  the  statute,  or  rule, 
regulation  or  order  issued  pursuant 
thereto. 

POLICIES  AND  PRACTICES  FOR  STORING, 
RETRIEVING,  ACCESSING,  RETAINING,  AND 
DISPOSING  OF  RECORDS  IN  THE  SYSTEM: 

STORAGE: 

These  records  are  maintained  in  file 
folders  in  metal  file  cabinets  in  a 
secured  room. 

RETRIEVABILITV: 

These  records  are  indexed  by  the 
names  of  individuals  on  whom  they  are 
maintained. 

SAFEGUARD: 

Access  to,  and  use  of,  these  records  is 
limited  to  those  persons  whose  official 
duties  require  such  access.  Personnel 
screening  of  these  individuals  is 
employed  to  minimize  unauthorized 
disclosure  and  an  accounting  is  made  of 
removal  of  the  records  from  the  storage 
area. 

RETENTION  AND  DISPOSAL: 

These  records  are  maintained  for  one 
year  after  the  applicant  dies  or  ten  year 
after  notice  of  termination  of  his  or  her 
authorization.  The  disposition  is 


handled  pursuant  to  applicable  CSA 
regulations  and/or  applicable  internal 
administrative  directives. 

SYSTEM  MANAGER(S)  AND  ADDRESS: 

Division  of  Rates  and  Corporate 
Regulation,  Office  of  Electric  Power 
Regulation.  Federal  Energy  Regulatory 
Commission,  400  First  Street,  N.W., 
Washington,  D.C.  20426. 

NOTIFICATION  PROCEDURE: 

All  requests  to  determine  whether  this 
system  contains  a  record  pertaining  to  a 
requesting  individual  should  be  made  in 
accordance  with  the  Commission’s 
Rules  of  Practice  and  Procedure,  18  CFR 
section  3b.220(a).  Individuals  should 
provide  the  appropriate  identifying 
information  as  required  by  18  CFR 
section  3b.220(b). 

RECORD  ACCESS  PROCEDURE: 

Requests  for  access  to  records  in  this 
system  should  be  made  in  accordance 
with  18  CFR  section  3b.221.  Individuals 
should  provide  the  appropriate 
identifying  information  as  specified  in  18 
CFR  section  3b.222. 

CONTESTING  RECORD  PROCEDURES: 

Requests  to  amend  records  should  be 
made  in  accordance  with  18  CFR  section 
3b.224. 

RECORD  SOURCE  CATEGORIES: 

Individuals  to  whom  the  records 
pertain  and  staff  of  the  Commission. 

FERC-5 

SYSTEM  NAME: 

Biographical  Material  on  Chairmen, 
Vice  Chairmen  and  Commissioners — 
FERC. 

SYSTEM  LOCATION: 

Office  of  the  Secretary,  Federal 
Energy  Regulatory  Commission,  825 
North  Capitol  Street,  N.E.,  Washington, 
D.C.  20426. 

CATEGORIES  OF  INDIVIDUALS  COVERED  BY  THE 
SYSTEM: 

All  past  and  present  Commissioners 
and  Chairman  of  the  Federal  Energy 
Regulatory  Commission. 

,  CATEGORIES  OF  RECORDS  IN  THE  SYSTEM: 

This  system  of  records  contains, 
where  applicable,  the  following 
information  on  each  individual:  name, 
date  nominated,  date  confirmed,  date  of 
designation,  date  of  oath  of  office,  term 
of  office,  home  state,  political  affiliation, 
date  first  in  attendance  at  a  Commission 
meeting,  date  of  expiration  of  term,  date 
of  resignation,  and  date  deceased. 
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AUTHORITY  FOR  MAINTENANCE  OF  THE 

system: 

15  U.S.C.  section  717o;  16  U.S.C. 
section  825h;  42  U.S.C.  section 
7172(a)(2):  44  U.S.C.  section  3101. 

ROUTINE  USES  OF  RECORDS  MAINTAINED  IN 
THE  SYSTEM,  INCLUDING  CATEGORIES  OF 
USERS  AND  THE  PURPOSES  OF  SUCH  USES: 

These  records  are  used  by  the  staff  of 
the  Commission  whose  official  duties 
require  access  to  such  information  and 
the  records  are  available  to  the  general 
public  pursuant  to  the  Freedom  of 
Information  Act,  5  U.S.C.  section  552. 

POLICIES  AND  PRACTICES  FOR  STORING, 
RETRIEVING,  ACCESSING,  RETAINING  AND 
DISPOSING  OF  RECORDS  IN  THE  SYSTEM: 

STORAGE: 

The  records  are  maintained  in  file 
folders  and  in  3-ring  binders  in  a  metal 
file  cabinet. 

retrievability: 

These  records  are  indexed  by  the 
names  of  the  individuals  on  whom  they 
are  maintained. 

SAFEGUARDS: 

No  means  are  taken  to  prevent 
disclosure.  The  system  contains  only 
information  available  to  the  public. 

RETENTION  AND  DISPOSAL: 

These  records  are  retained 
indefinitely  and  are  updated 
periodically. 

SYSTEM  MANAGER(S)  AND  ADDRESS: 

Office  of  the  Secretary,  Federal 
Energy  Regulatory  Commission,  825 
North  Capitol  Street,  N.E.,  Washington, 
D.C.  20426. 

NOTIFICATION  PROCEDURES: 

All  inquiries  and  requests  relating  to 
this  system  of  records  should  be 
addressed  to  the  system  manager  of  the 
system. 

RECORD  ACCESS  PROCEDURES: 

All  inquiries  and  requests  relating  to 
this  system  of  records  should  be 
addressed  to  the  system  manager  of  the 
system. 

CONTESTING  RECORD  PROCEDURES: 

All  inquiries  and  requests  relating  to 
this  system  of  records  should  be 
addressed  to  the  system  manager  of  the 
system. 

RECORD  SOURCE  CATEGORIES: 

Official  White  House  releases: 
newspapers:  minutes  of  Commission 
meetings:  and  the  personnel  on  whom 
the  records  are  maintained. 


FERC-6 
SYSTEM  NAME: 

Biographical  Material  on 
Commissioners  and  Key  Staff  Members- 
FERC. 

SYSTEM  location: 

Division  of  Public  Information,  OfHce 
of  Congressional  and  Public  Affairs, 
Federal  Energy  Regulatory  Commission, 
825  North  Capitol  Street,  N.E., 
Washington,  D.C.  20426. 

CATEGORIES  OF  INDIVIDUALS  COVERED  BY  THE 
SYSTEM: 

Commissioners  and  key  staff 
members  currently  or  formerly 
employed  by  the  Commission. 

CATEGORIES  OF  RECORDS  IN  THE  SYSTEM: 

This  system  of  records  contains 
biographical  material  on  Commissioners 
and  key  staff  members  of  the 
Commission  including:  date  and  place  of 
birth,  marital  status,  number  of  children, 
educational  background,  past  work 
experience,  honors  or  awards,  published 
materials,  and  military  experience  and 
honors. 

AUTHORITY  FOR  MAINTENANCE  OF  THE 
SYSTEM: 

15  U.S.C.  section  717o;  16  U.S.C. 
section  825h:  42  U.S.C.  section 
7172(a)(2);  44  U.S.C,  section  3101. 

ROUTINE  USES  OF  RECORDS  MAINTAINED  IN 
THE  SYSTEM,  INCLUDING  CATEGORIES  OF 
USERS  AND  THE  PURPOSES  OF  SUCH  USES: 

These  records  are  used  by  authorized 
Commission  personnel  whose  official 
duties  require  access  in  preparation  of 
news  releases  to  announce 
appointments  of  Commissioners  and  key 
staff  members  or  promotions  of  key  staff 
members,  and  are  available  to  the 
general  public  pursuant  to  the  Freedom 
of  Information  Act,  5  U.S.C.  552. 

POUCIES  AND  PRACTICES  FOR  STORING, 
RETRIEVING,  ACCESSING,  RETAINING,  AND 
DISPOSING  OF  RECORDS  IN  THE  SYSTEM: 

STORAGE: 

These  records  are  maintained  in 
folders  in  file  cabinets. 

RETRIEVABILITY: 

These  records  are  indexed  by  the 
names  of  the  individuals  on  whom  they 
are  maintained. 

SAFEGUARDS: 

No  measures  are  taken  to  prevent 
disclosure.  The  system  contains  only 
information  available  to  the  public. 

RETENTION  AND  DISPOSAL: 

These  records  are  maintained 
indefinitely  and  updated  periodically. 
Their  disposition  is  handled  pursuant  to 


applicable  GSA  regulations  and/or 
applicable  internal  administrative 
directives, 

SYSTEM  MANAGER(S)  AND  ADDRESSES: 

Division  of  Public  Information,  Office 
of  Congressional  and  Public  Affairs, 
Federal  Energy  Regulatory  Commission, 
825  North  Capitol  Street,  N.E., 
Washington,  D.C.  20426. 

NOTIFICATION  PROCEDURE: 

All  inquiries  and  requests  relating  to 
this  system  of  records  should  be 
addressed  to  the  system  manager  of  the 
system. 

RECORD  ACCESS  PROCEDURES: 

All  inquiries  and  requests  relating  to 
this  system  of  records  should  be 
addressed  to  the  system  manager  of  the 
system. 

CONTESTING  RECORD  PROCEDURES: 

All  inquiries  and  requests  relating  to 
this  sytem  of  records  should  be 
addressed  to  the  system  manager  of  the 
system. 

RECORD  SOURCE  CATEGORIES: 

Individuals  on  whom  the  records  are 
maintained. 

FERC-7 

SYSTEM  name: 

Congressional  Correspondence  Files- 
FERC. 

SYSTEM  location: 

Office  of  Electric  Power  Regulation, 
Federal  Energy  Regulatory  Commission, 
400  First  Street,  N.W.,  Washington,  D.C. 

.  20426. 

categories  of  individuals  COVERED  BY  THE 

SYSTEM: 

Those  members  of  the  United  States 
Congress  who  have  corresponded  with 
the  Commission  and  who  solicit  data 
from  the  Office  of  Electric  Power 
Regulation. 

CATEGORIES  OF  RECORDS  IN  THE  SYSTEM: 

This  system  of  records  contains 
incoming  correspondence  from  United 
States  Congressmen  referred  to  the 
Office  of  Electric  Power  Regulation  with 
the  Commission’s  replies. 

authority  for  maintenance  of  the 
system: 

16  U.S.C.  section  825h:  15  U.S.C. 
section  717o:  42  U.S.C.  section 
7172(a)(2):  44  U.S.C.  section  3101. 

ROUTINE  USES  OF  RECORDS  MAINTAINED  IN 
THE  SYSTEM,  INCLUDING  CATEGORIES  OF 
USERS  AND  THE  PURPOSES  OF  SUCH  USES: 

These  records  are  maintained  for  use 
by  the  staff  of  the  Commission  whose 
official  duties  require  record  access. 
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They  are  used  to  assure  a  complete 
record  of  correspondence  by  the 
Commission  with  Congress  relating  to 
Office  of  Electric  Power  Regulation 
matters. 

POUCIES  AND  PRACTICES  FOR  STORING, 
RETRIEVING,  ACCESSING,  RETAINING,  AND 
DISPOSING  OF  RECORDS  IN  THE  SYSTEM: 

STORAGE: 

These  records  are  maintained  in 
folders  in  file  cabinets. 

RETRIEVABILITY: 

These  records  are  indexed  by  the 
names  of  corresponding  Congressmen. 

SAFEGUARDS: 

Access  to  the  files  is  limited  as 
required  by  the  Privacy  Act  to  the 
Commission  staff  who  maintain  these 
files. 

RETENTION  AND  OISPOSAl.: 

These  records  are  maintained 
indefinitely  until  the  system  manager 
determines  that  their  usefulness  to  the 
Commission  has  ceased.  Their 
disposition  is  handled  pursuant  to 
applicable  GSA  regulations  and 
applicable  internal  Administrative 
directives. 

SYSTEM  MANAGER(S)  AND  ADDRESS: 

Office  of  the  Director.  Office  of 
Electric  Power  Regulation.  Federal 
Energy  Regulatory  Commission,  400 
Forst  Street,  N.W.,  Washington,  D.C. 
20426. 

NOTIFICATION  PROCEDURE: 

All  inquiries  and  requests  relating  to 
this  system  of  records  should  be 
addressed  to  the  system  manager  of  the 
system. 

RECORD  ACCESS  PROCEDURES: 

All  inquiries  and  requests  relating  to 
this  system  of  records  should  be 
addressed  to  the  system  manager  of  the 
system. 

CONTESTING  RECORD  PROCEDURES: 

All  inquiries  and  requests  relating  to 
this  system  of  records  should  be 
addressed  to  the  system  manager  of  the 
system. 

RECORD  SOURCE  CATEGORIES: 

Corresponding  Congressmen  and 
Commission  Staff  who  draft  replies. 

FERC-8 

SYSTEM  NAME: 

Congressional  Correspondence  Files, 
Office  of  the  Executive  Director-FERC. 

SYSTEM  location: 

Office  of  Management  Services, 

Office  of  the  Executive  Director,  Federal 


Energy  Regulatory  Commission,  825 
North  Capitol  Street,  N.E..  Washington. 
D.C.  20426. 

CATEGORIES  OF  INDIVIDUALS  COVERED  8Y  THE 

system: 

Those  current  members  of  the  United 
States  Congress  who  have  corresponded 
with  the  Commission. 

categories  of  records  in  the  system: 

This  system  of  records  contains  the 
incoming  correspondence  from  United 
States  Congressmen  with  Commission 
replies.  ^ 

authority  for  maintenance  of  the 
system: 

15  U.S.C.  section  717o;  16  U.S.C. 
section  825h;  42  U.S.C.  section 
7172(a)(2):  44  U.S.C.  section  3101. 

ROUTINE  USES  OF  RECORDS  MAINTAINED  IN 
THE  SYSTEM,  INCLUDING  CATEGORIES  OF 
USERS  AND  THE  PURPOSES  OF  SUCH  USES: 

These  records  are  maintained  for  use 
by  the  staff  of  the  Commission  whose 
official  duties  require  access  to  them. 

POLICIES  AND  PRACTICES  FOR  STORING, 
RETRIEVING,  ACCESSING,  RETAINING,  AND 
DISPOSING  OF  RECORDS  IN  THE  SYSTEM: 

STORAGE: 

These  records  are  maintained  in  file 
folders  in  metal  file  cabinets. 

retrievabiuty: 

These  records  are  indexed  by  the 
names  of  the  corresponding 
Congressmen. 

SAFEGUARDS: 

Access  to  the  files  is  limited  as 
required  by  the  Privacy  Act  to  the 
Commission  staff  who  maintain  these 
files. 

RETENTION  AND  DISPOSAL: 

These  records  are  maintained  for  the 
length  of  time  the  corresponding 
Congressmen  remain  in  office.  The 
disposition  of  these  records  is  handled 
pursuant  to  applicable  GSA  regulations 
and  any  applicable  internal 
administraive  directives. 

SYSTEM  MANAGER(S)  AND  ADDRESS: 

Office  of  Management  Services, 

Office  of  the  Executive  Director,  Federal 
Energy  Regulatory  Commission,  825 
North  Capitol  Street.  N.E..  Washington. 
D.C.  20426. 

NOTIFICATION  PROCEDURE: 

All  inquiries  and  requests  relating  to 
this  system  of  records  should  be 
addressed  to  the  system  manager  of  the 
system. 


RECORD  ACCESS  PROCEDURES: 

All  inquiries  and  requests  relating  to 
this  system  of  records  should  be 
addressed  to  the  system  manager  of  the 
system. 

CONTESTING  RECORD  PROCEDURES: 

All  inquiries  and  requests  relating  to 
this  system  of  records  should  be 
addressed  to  the  system  manager  of  the 
system. 

RECORD  SOURCE  CATEGORIES: 

Corresponding  Congressmen  and 
Commission  staff  who  draft  replies. 

FERC-9 

SYSTEM  NAME: 

Correspondence  File — Office  of 
Pipeline  and  Producer  Regulation — 
FERC. 

SYSTEM  LOCATION: 

Office  of  the  Chief,  Program  Planning 
and  Administrative  Staff,  Office  of 
Pipeline  and  Producer  Regulation. 
Federal  Energy  Regulatory  Commission. 
825  North  Capitol  Street,  N.E.. 
Washington,  D.C.  20426. 

CATEGORIES  OF  INDIVIDUALS  COVERED  BY  THE 
SYSTEM: 

Members  of  Congress  and  other 
individuals  who  have  received 
correspondence  drafted  by  the  staff  of 
the  Commission's  Communications  and 
Administrative  Branch,  Program 
Planning  and  Administrative  Staff. 

CATEGORIES  OF  RECORDS  IN  THE  SYSTEM: 

This  file  contains  copies  of  incoming 
inquiries  and  outgoing  replies  drafted  by 
the  staff  of  the  Commission's 
Communications  and  Administrative 
Branch. 

AUTHORITY  FOR  MAINTENANCE  OF  THE 
SYSTEM: 

15  U.S.C.  section  717o:  42  U.S.C. 
section  7172(a)(2);  44  U.S.C.  section  3101. 

ROUTINE  USES  OF  RECORDS  MAINTAINED  IN 
THE  SYSTEM,  INCLUDING  CATEGORIES  OF 
USERS  AND  THE  PURPOSES  OF  SUCH  USES: 

These  records  are  maintained  for  use 
by  the  staff  of  the  Commission  whose 
oMcial  duties  require  access  to  the 
records.  They  are  used  to  assure  a 
complete  record  of  correspondence  by 
the  Commission  relating  to  Office  of 
Pipeline  and  Producer  Regulation 
matters. 

POLICIES  AND  PRACTICES  FOR  STORING, 
RETRIEVING,  ACCESSING,  RETAINING,  AND 
DISPOSING  OF  RECORDS  IN  THE  SYSTEM: 

STORAGE: 

These  records  are  maintained  in 
notebook  binders  in  shelving  units. 
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RrrRiEV  ability: 

These  records  are  indexed  by  the 
names  of  the  individuals  who  have 
received  responses  from  the 
Commission. 

SAFEGUARDS: 

Access  to  the  files  is  limited  as 
required  by  the  Privacy  Act  to  the 
Commission  staff  who  maintain  these 
files. 

RETENTION  AND  DISPOSAL: 

These  records  are  maintained  for  two 
years  and  their  disposition  is  handled 
pursuant  to  applicable  GSA  regulations 
and  applicable  internal  administrative 
directives. 

SYSTEM  MANAGER(S)  AND  ADDRESS: 

Chief,  Communications  and 
Administrative  Branch,  Office  of 
Pipeline  Producer  Regulation,  Federal 
Energy  Regulatory  Commission,  825 
North  Capitol  Street,  N.E.,  Washington, 
D.C.  20426. 

NOTIFICATION  PROCEDURE: 

All  inquiries  and  requests  relating  to 
this  system  of  records  should  be 
addressed  to  the  system  manager  of  the 
system. 

RECORD  ACCESS  PROCEDURES: 

All  inquiries  and  requests  relating  to 
this  system  of  records  should  be 
addressed  to  the  system  manager  of  the 
system. 

CONTESTING  RECORD  PROCEDURES: 

All  inquiries  and  requests  relating  to 
this  system  of  records  should  be 
addressed  to  the  system  manager  of  the 
system. 

RECORD  SOURCE  CATEGORIES: 

Staff  of  the  Commission  and 
correspondents. 

FERC-10 

SYSTEM  NAME: 

Employee  Conduct  Records — FERC. 

SYSTEM  location: 

Office  of  the  General  Counsel,  Federal 
Energy  Regulatory  Commission,  825 
North  Capitol  Street,  N.E.,  Washington, 
D.C.  20426. 

CATEGORIES  OF  INDIVIDUALS  COVERED  BY  THE 

system: 

Current  and  former  members  of  the 
Commission,  applicants  for  Commission 
employment,  current  and  former 
employees  of  the  Commission,  current 
and  former  special  employees  of  the 
Commission. 

CATEGORIES  OF  RECORDS  IN  THE  SYSTEM: 

The  records  of  the  system  contain  a 
variety  of  information  required  by  the 


reporting  and  enforcement  provisions  of 
the  Commission’s  Standards  of  Conduct. 
The  records  may  include:  debt 
complaints;  reports  of  misconduct; 
interpretation  and  advisory  services', 
determinations  of  prohibited 
employment,  financial  interests,  or 
activities  and  orders  relating  to  the 
individual;  limitations  on  work 
assignments  due  to  requirements  of  the 
Standards  of  Conduct;  other  corrective 
or  disciplinary  actions  based  on 
violations  of  the  Standards  of  Conduct; 
data  documenting  the  reasons  for 
actions  or  decisions  affecting  the 
individual;  and  other  related 
information. 

AUTHORITY  FOR  MAINTENANCE  OF  THE 
SYSTEM: 

15  U.S.C.  Section  717o;  16  U.S.C. 
section  825h;  42  U.S.C.  section  7172 
(a)(2);  44  U.S.C.  section  3101;  E.0. 11222. 

ROUTINE  USES  OF  RECORDS  MAINTAINED  IN 
THE  SYSTEM,  INCLUDING  CATEGORIES  OF 
USERS  AND  THE  PURPOSES  OF  SUCH  USES: 

The  contents  of  these  records  and 
files  may  be  used  as  follows:  by  the 
Conunission  and/or  Office  of  Personnel 
Management  in  connection  with 
counseling  the  individual,  evaluating  the 
individual’s  employment,  financial 
interests,  and  other  activities,  and  taking 
appropriate  action  to  ensure  compliance 
with  the  Commission’s  Standards  of 
Conduct;  by  the  Office  of  Personnel 
Management  or  the  General  Accounting 
Office  as  a  data  source  during  the 
course  of  on-site  inspections  or  audits  of 
Commission  operations;  to  disclose  to  a 
Federal,  state,  or  local  agency 
maintaining  civil,  criminal,  or  othe 
relevant  enforcement  information  or 
other  pertinent  information  if  necessary 
in  order  to  obtain  information  relevant 
to  an  FERC  decision  concerning  the 
hiring  or  retention  of  an  employee,  the 
issuance  of  a  security  clearance,  the 
letting  of  a  contract,  or  the  issuance  of  a 
license,  grant,  or  other  benefit;  to 
disclose  to  a  Federal,  state,  or  local 
agency  in  response  to  requests  involving 
the  hiring  or  retention  of  an  employee, 
the  issuance  of  a  security  clearance,  the 
reporting  of  an  investigation  of  an 
employee,  the  letting  of  a  contract,  or 
issuance  of  a  license,  grant,  or  other 
benefit  by  the  requesting  agency,  to  the 
extent  that  the  information  is  relevant 
and  necessary  to  the  requesting 
agency’s  decision  on  the  matter;  to  serve 
as  a  data  source  for  disciplining  the 
individual  or  other  FERC  employee  in 
the  event  that  this  record  system 
indicates  a  violation  or  potential 
violation  of  law,  executive  order,  or 
regulation;  by  authorized  Commission 
officials  and  contractors,  as  a  data 


source  for  management  information,  for 
the  production  of  summary  descriptive 
statistics  and  analytical  studias  in 
support  of  the  function  for  which  the 
records  are  collected  and  maintained,  or 
for  related  personnel  management 
functions  or  manpower  studies;  in 
response  to  inquiries  of  Congress  made 
at  the  request  of  the  individual  who  is 
the  subject  of  the  record;  and  in  the 
event  that  a  system  of  records 
maintained  by  the  Commission  to  carry 
out  its  functions  indicators  a  violation  or 
potential  violation  of  law,  whether 
civial,  criminal  or  regulatory  in  nature, 
and  whether  arising  by  general  statute 
or  particular  program  statute,  or  by 
regulation,  rule  or  order  issued  pursuant 
thereto,  the  relevant  records  in  the 
system  of  records  may  be  referred,  as  a 
routine  use,  to  the  appropriate  agency, 
whether  Federal,  state,  local  or  foreign, 
charged  with  the  responsibility  of 
investigating  or  prosecuting  such 
violation  or  charged  with  enforcing  or 
implementing  the  statute,  or  rule, 
regulation  or  order  issued  pursuant 
thereto. 

POUCIES  AND  PRACTICES  FOR  STORING, 
RETRIEVING,  ACCESSING,  RETAINING,  AND 
DISPOSING  OF  RECORDS  IN  THE  SYSTEM: 

storage: 

Records  are  maintained  in  folders, 
index  cards,  and  in  metal  file  cabinets 
with  manipulation-proof  combination 
locks. 

retrievabiuty: 

Records  are  indexed  by  the  names  of 
the  individuals  on  whom  they  are 
maintained. 

SAFEGUARDS: 

Access  to,  and  use  of,  these  records  is 
limited  to  persons  who  official  duties 
require  such  access.  Personnel  screening 
is  employed  to  minimize  unauthorized 
disclosure. 

RETENTION  AND  DISPOSAU 

Within  15  days  after  an  individual 
leaves  the  major  organizational  unit  to 
which  he  or  she  is  assigned,  the  records 
pertaining  to  that  individual  which  have 
been  maintained  are  transferred  to  the 
Office  of  Personnel  Programs  for  review 
and  consolidation  with  official  records. 
Official  records  are  disposed  of  two 
years  after  separation  of  the  employee 
or  five  years  upon  approval  of  the  Office 
of  Personnel  Management  pursuant  to 
applicable  GSA  regulations  and 
applicable  internal  administrative 
directives. 
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to: 


SYSTEM  MANAGER(S)  AND  ADDRESS: 

Office  of  the  General  Counsel,  825 
North  Capitol  Street,  N.E.,  Washington, 
D.C.  20426. 

NOTIFICATION  PROCEDURE: 

All  requests  to  determine  whether  this 
system  contains  a  record  pertaining  to  a 
requesting  individual  should  be  made  in 
accordance  with  the  Commission’s 
Rules  of  Practice  and  Procedure,  18  CFR 
Section  3b.220(a).  Individuals  should 
provide  the  appropriate  identifying 
information  as  required  by  18  CFR 
Section  3b.220(b]. 

RECORD  ACCESS  PROCEDURE: 

Requests  for  access  to  records  in  this 
system  should  be  made  in  accordance 
with  18  CFR  Section  3b.221.  Individuals 
should  provide  the  appropriate  ^ 
identifying  information  as  specified  in  18 
CFR  Section  3b.222. 

CONTESTING  RECORD  PROCEDURES: 

Requests  to  amend  records  should  be 
made  in  accordance  with  18  CFR 
Section  3b.224. 

RECORD  SOURCE  CATEGORIES'. 

Information  contained  in  this  system 
is  obtained  from  the  individual  on  whom 
the  record  is  maintained  or  derived  from 
information  which  he  or  she  supplied; 
and  from  Commission  officials. 

FERC'll 

SYSTEM  name: 

Mailing  List  for  Information 
Concerning  Applications  for  Interlocking 
Directorates.— FERC. 

SYSTEM  location: 

Registry  and  Service  Branch,  Office  of 
the  Secretary,  Federal  Energy 
Regulatory  Commission,  825  North 
Capitol  Street,  N.E.,  Washington,  D.C. 
20426. 

CATEGORIES  OF  INDIVIDUALS  COVERED  BY  THE 

system: 

Parties  interested  in  applications  for 
interlocking  directorates  under  the 
Federal  Power  Act. 

categories  of  records  in  the  system: 

This  system  of  records  includes  the 
name  and  address  of  each  individual 
who  receives  information  concerning 
interlocking  directorate  applications  to 
the  Commission. 

AUTHORITY  FOR  MAINTENANCE  OF  THE 

system: 

16  U.S.C.  Section  825h:  42  U.S.C. 
Section  7172(a)(2):  44  U.S.C.  Section 
3101. 


ROUTINE  USES  OF  RECORDS  MAINTAINED  IN 
THE  SYSTEM,  INCLUDING  CATEGORIES  OF 
USERS  AND  THE  PURPOSES  OF  SUCH  USES: 

These  records  are  used  by  the  staff  of 
the  Commission  whose  official  duties 
require  access  to  them. 

POUCIES  AND  PRACTICES  FOR  STORING, 
RETRIEVING,  ACCESSING,  RETAINING.  AND 
DISPOSING  OF  RECORDS  IN  THE  SYSTEM: 

STORAGE: 

These  records  are  maintained  on 
index  cards  in  a  metal  index  card 
cabinet. 

RETRIEVABIUTY: 

These  records  are  filed  by  docket 
number  and  are  cross-referenced  by  the 
name  of  the  individual  on  whom  they 
are  maintained. 

SAFEGUARDS: 

Access  to  the  files  is  limited  as 
required  by  the  Privacy  Act  to  the 
Commission  staff  who  maintain  these 
Hies. 

RETENTION  AND  DISPOSAL:  ’ 

These  records  are  maintained 
indeRnitely  and  are  periodically 
updated. 

SYSTEM  MANAGER(S): 

Registry  and  Service  Branch,  Office  of 
the  Secretary,  Federal  Energy 
Regulatory  Commission,  825  North 
Capitol  Street,  N.E.,  Washington,  D.C. 
20426. 

NOTIFICATION  PROCEDURE: 

All  inquiries  and  requests  relating  to 
this  system  of  records  should  be 
addressed  to  the  system  manager  of  the 
system. 

RECORD  ACCESS  PROCEDURES: 

All  inquiries  and  requests  relating  to 
this  system  of  records  should  be 
addressed  to  the  system  manager  of  the 
system. 

CONTESTING  RECORD  PROCEDURES: 

All  inquiries  and  requests  relating  to 
this  system  of  records  should  be 
addressed  to  the  system  manager  of  the 
system. 

RECORD  SOURCE  CATEGORIES: 

Individuals  on  whom  the  records  are 
maintained. 

FERC-12 

SYSTEM  NAME: 

Mailing  List  for  Official  Publications — 
FERC. 

SYSTEM  LOCATION: 

Registry  and  Service  Branch,  Office  of 
the  Secretary,  Federal  Energy 
Regulatory  Commission,  825  North 


Capitol  Street,  N.E..  Washington.  D.C. 
20426. 

CATEGORIES  OF  INDIVIDUALS  COVERED  BY  THE 
SYSTEM: 

Officials  of  privately  and  publicly 
owned  utilities,  independent  producers, 
cooperatives,  and  licenses  and  others 
who,  upon  request,  receive  official 
documents  of  the  Commission,  including 
rulemakings,  notices,  orders,  opinions, 
etc. 

CATEGORIES  OF  RECORDS  IN  THE  SYSTEM: 

This  system  of  records  contains  the 
name  and  address  of  each  individual 
who  receives  official  Commission 
publications. 

AUTHORITY  FOR  MAINTENANCE  OF  THE 
SYSTEM: 

15  U.S.C.  section  717o:  16  U.S.C. 
section  825h;  42  U.S.C.  section 
7172(a)(2);  44  U.S.C.  section  3101. 

ROUTINE  USES  OF  RECORDS  MAINTAINED  IN 
THE  SYSTEM,  INCLUDING  CATEGORIES  OF 
USERS  AND  THE  PURPOSES  OF  SUCH  USES: 

These  records  are  used  by  the  sta^  of 
the  Commission  whose  official  duties 
require  access  in  order  to  mail 
documents. 

POUCIES  AND  PRACTICES  FOR  STORING, 
RETRIEVING,  ACCESSING,  RETAINING,  AND 
DISPOSING  OF  RECORDS  IN  THE  SYSTEM: 

STORAGE: 

These  records  are  maintained  on 
Cheshire  Cards  (IBM-type  cards), 
processed  from  Cheshire  addressograph 
equipment,  and  are  stored  in  metal  file 
cabinets. 

RETRIEVABIUTY: 

These  records  are  indexed  by  the 
names  of  the  individuals  on  whom  they 
are  maintained. 

SAFEGUARDS: 

Access  to  the  files  is  limited  as 
required  by  the  Privacy  Act  to  the 
Commission  staff  who  maintain  these 
files. 

RETENTION  AND  DISPOSAU 

The  records  are  maintained 
indefinitely  and  are  periodically 
updated. 

SYSTEM  MANAGER(S)  AND  ADDRESS: 

Registry  and  Service  Branch,  Ofiice  of 
the  Secretary,  Federal  Energy 
Regulatory  Commission,  825  North 
Capitol  Street,  N.E.,  Washington,  D.C. 
20426. 

NOTIHCATION  PROCEDURE: 

All  inquiries  and  requests  relating  to 
this  system  of  records  should  be 
addressed  to  the  system  manager  of  the 
system. 
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RECORD  ACCESS  PROCEDURES: 

All  inquiries  and  requests  relating  to 
this  system  of  records  should  be 
addressed  to  the  system  manager  of  the 
system. 

CONTESTING  RECORD  PROCEDURES: 

All  inquiries  and  requests  relating  to 
this  system  of  records  should  be 
addressed  to  the  system  manager  of  the 
system. 

RECORD  SOURCE  CATEGORIES: 

Individuals  on  whom  the  records  are 
maintained. 
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